GREEK KINGS OF BACTR1A AND INDIA

Metal
No,

Obverse

Reverse

JE
221
222

223

224

M

223

226

227

As on No. 218*

W. 131.

S. -85X.75.

W. 100.
S. -7.

(worn)

W. 110.

Unrepresented type:

As on No. 220.

As on No. 220, but monogram
rubbed.

As on No. 220, but monogram
cut.

Didraehm of type (a), but bust of king to I. helmeted and thrusting

javelin.   B. M.

Unpublished.   Unknown in hemidraehm size.
Both the didraehms of Biomedes are much forged.

ARCHEBIOS

(a) Type: diademed bust of Jcing and standing Zeus;
silver, round

Diademed bust of king to r.
Greek legend, ahoye, BAZIAEnZ
AIKAIOY NSKH<t>QPOY; below,

APXEB10Y.

W. 36.
8. -65.

W. 35.

A didracbm of this type is in
the British Museum.

As on No. 225, but bust larger,
the king being of apparently more
mature age.

W. 32.

Zeus clad in himation, standing
to front, hurling thunderbolt. In
his 1. hand is a long sceptre resting
on the ground. Kh. legend, above,
Maharajasa dhramikasa
rasa; below, Arkhebiyasa.

In r. lower field M. 40.

GLB.

PL IV.

As on No. 225, but to 1. M. 3,
and to r. M. 41,
Gk B.